ANTHONY HOTEL 

Operated by Keenan Hotel System 
FORT WAYNE, INDIANA 

Fort Wayne’s largest Fireproof Hotel/ located in the 
center of down town Theatre and Shopping District, 
catering to the traveler and tourist, desirous of cour¬ 
tesy, comfort and service, at reasonable rates. Also 
operating the Hitching Post. Fort Wayne’s newest com¬ 
pletely air-conditioned Restaurant and Cocktail Lounge 
featuring dinner dancing. 

Garage service at Hotel door 
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